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LIGHTING WARE 


The latest Decorative Lighting Methods are fully catered for by all types of "Crown" Lighto- 

liers, Composite Fittings, Wall Brackets, Lanterns, Table Lamps and Floor Standards. Also 

a particularly fine range of Cast Glass Fixtures and Semi-Indirect Bowls, The most modern 

methods of commercial illumination have also been anticipated and a very complete range of 

units is manufactured, 

As Crown Lighting Glass and Moderne Lighting Equipment is now so well known in Australia, 

it noeds little in the way of introduction, The following information, however, is set out to 

supplement the general descriptions in this Catalogue. ¢ 


(Pie "Opal Glass 


Is made in 3 layers, the inside and outside being of Clear Glass and the centre of Pure 
White Opal. This method of manufacturing permits the minimum amount of Opal or 
Diffusing glass to be used thereby obtain'ng the maximum lighting efficiency. 


(Gene ‘ Ds, Ue light Glass 


Many shapes of “Crown” Units are made in a Glass specifically designed to counteract 
those light rays emitted by the lamp, viz., infra red which are so irritating to the human 
eyo. Tho use of this assures a soft light which closely approaches natural daylight. 
This glassware is particularly recommended for Stores, Workrooms, Schools, etc., where 
natural light is not obtainable. 


Ti he 


“Crown Glass is made in the following finishes — 
PLAIN — Is a White Polished finish. 


SATIN — As the name implies, is @ soft Satin-like finish, although not quite smooth, 
it will not hold dust or dirt and is easily cleaned. 


MATT—'s a coarse: finish than Satin, the surface of the glass appearing @ dood 
white. 


ART GLASS — Is a natural coloured glass composed of flint and opal superimposed 
with layers of various colours. 


FLAKESTONE — Is similar to art glass with an addition of fine coloured flakes of 


glass. 
Cole 
OLOUPS 


All Colour-Shading and Decorations on "Crown" Lighting Glass are guaranteed 
permanent, being glazes or enamels fused into the glass, thus ensuring lasting beauty. 


ee chin g 


All "Crown" Glass and Fittings are pack2d in standard cartons. 


2 ens 


# "Crown" Lighting Equipment are the same throughout Australia, 


ose 3 Metal Fittings 
4 


Are made of the highest grade of materials throughout, the factory being equipped with 
the latest and best machinery. All Glassware and Fittings being made to Australian 
and Biitish Standardisation Committee's Specifications, 


We shall be glad to submit designs and quotations for the manufacture of any type of Lighting 
Fixture where it is found impossible to make a satisfactory selection from this Catalogue. 
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Standard Colours avsilable or 
| Tango, Amber, Pink, Blue, Green, Coffee, Smoke, Red, Brown, Honey, Lemon, Ivory and Apricot. 
r If eolourings ore required other than those specified above, Prices on Application. 
i All fittings are quoted without Electric Lamps. 
\ All Composite fittings ave supplied wired complete with Lamp Holders but without wooden 
| ceiling blocks. 
| | Prices for Metal Finishes other than those Ulustrated on Application. 
| 
| 5 Te 
ii Commercial and Domestic Lighting 
Cat, No, Description Page | Cat. No. Description 
, 106 to 116 Reape) ee ee eee IY GS Acorn 
206 to 212 Ribbed Balle) cl cscs ce al os Ronee 
30 fo 16 Advertising, Globes 51 $) | Grate ont Sem indirect’ Bowl 
0 to 405 meditate || an Enclosed. Unite 
sor Fane? bol Se & | fe ; 
70 Siecete te race get be a reed Scodp Sha 
JO to 703 Fancy Shade oe . + 5 at pas || 373 Lunalite Uni! * 
ine unica | Fela to 7614 Semi Ind 
707 to 711 eS Ge ea ||| Rusts rmbt etAcimg et 
200 ge, egy aie || arene Bathroom Bracket 
£06 to 08 : 708 Shades 
9 ae feo : 
$00 to 908 aibbed” shades e08 ee 
[]Tovete"to1g—Hemtapheres ais Indirect Bow 
I] MBE Ng Enclosed Units a 
| 1210 812 5 
| ed ai Loa 
BR ocitionn Se lode neo: 
i513 to Isis anne Cast Glass" Wall racket 
1608 fale Semi Indiect Bowl 
(609 Bathroom Unt as : i 
{703 to 1716 Enclosed’ Units was ist Gicis Semi” In 
Taio te tala, emt Indirect: Bowis e | fis Bi eae 
1910 to 1912 ” ” ” os oe ++ 55, 58 942 Semi Indirect Bowl a 3 
20 to 2012 baer Peta wa Gast Glas Semi Indirect’ Bow 
Riots zit Enlowed Units “s. 2) tt te | ela Semi Indirect fowls i 
Hoe Fereeae la sa | ma EE we 
or : Sia aimee ‘ls eae 
| Bio i Bs a “ p se 
iio c fete. Fc Tosi Gist GlSss Semi’ Indirect Bow 
| zoe es toate Semi Indirect Sow : 
Zila to 2914 —_Seini Indirect Bowi {OW08 to 10410 Unie with Removable Prismatic Flint 
q 2012 to 3014 ” ” Base. + oe 
3112 to 3114 oo ” “ 10514 Units with Removable Prismatic Flint 
06 Adorn." ue rei eee 
Bt to 3814 Bawls, coins, Shades ° 0614 Cost Gloss Semi indirect ‘Bow! 
sia nope ar aes tora Gr oo ee 
Soe fo 3714. «coins ond ‘Bowls toate recite Albeecstt 
2hoe to 38l4 een wa tone Unit, with Removable Pritiatic Fist 
rot fo 3914 rae 
oe : 11008 
aio ng Fting HIT2 to 11114 
|] Blow ae T2ta to Late 
310 to ald ibbed Herfiph Walz te tate 
‘07 Shoge tata 
Toa to aig Acorns ana {i506 
Sz to al Semi Indirect Bowls 608 
as tiaie 
Gi to an ii9i2 
S212 to sols T2512 to 12514 
5112 to Sil me ak tela 
Silo to salt Gothic Unis 12712 to 12714 city ak 
Bia Semi Indirect. Bowis (2004 Bathroom Bracket 
| |e {By0e to 12909 Acorn and Enclosed. Unit 
Ee 2 {300s to 12012 Enclosed Uni : 
eels 2 1308 Nene 
als es cine, aes [330" to 12312 Enclosed Unit 
sala rN | Bata Fa 
ina Ee Opal unit". 
aa T3é06 to 12608 Fancy Bal > 
ran 4 {Bros f2 13708 ; 5 
ra ait | 13006 to 13814 Fancy Blt Gnd Semat Indivect Bowl 
rare Ser Indirect. Bowls | (08 Encloved Unit oie 
Glo to sais Enclosed Units tat08) aan : 
aie eet te308 en ae : 
ran Encissed Units ond’ Bowis 133,57 ‘e408 roe 
08 Sheeran ane aE a 
MADE ION Ne Ulm SMETREROLAy aU UnIET A 
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Index and General Information—continued | 
Commercial and Domestic Lighting (continued). 
Cat, No. Description Page Cat. No. Description | 
14s06 Aeom BA 16906 to 16908 Enclosed Unit | 
I 14608 me a ED 17004 x - 
14712, Suspension. % VAN to 17112 re dy | 
KH 1407 ond 14810 Acorn 2) 2 17212 teamed 
! 1908 Shogo x 1712 Cetling Fitting | 
1009 Enclosed Unit 30 17406 to 17408 Enclosed Unit | 
| 1108 ae ney, 17508 ara at 
| 18203 to 15219 Acorn ond” Enclosed Units 31,38 17608 eae 
| Nei0g to 15312 Enloned Unis 30 17608 Fancy gall’. 
15612 Bow! 3 5 17908 at 
| 13706 to 18708 Acorns % 1006 hah 
iset0 Enclosed Un 2 10g Enclosed" Unit 
i514 Semi indirect Bow! 1206 
16008 Enclosed Unit 18:08 
| 16107 ” 18866, 
1312 18508 
ie 13608 
14508 1708 
1606 to 16608 18,09 
| 1607 19010 Encloved Unt 1) 
16806 
a Domestic Lighting Equipment. | 
Wall Bracket rs 19 M92 6 Light Suspension a 2 
| Suspension A 9 M9 Bracket 20 
| Shell Bracket 25 MoT 2 Light Suspension | W 
x 14" Spherical Fitting | ot) M98, 3 Light Suspension ul 
Spherical Wall Bracket 1s | Mae 5 Light Suspens'on 23 
Saturus Wall Bracket 7 | Mio Bracke = [8 | 
Saturnus Suspension | mice 5 ants 
‘Antique. Lantern : 17,24 Mis 2 Lght Suspens ook | 
Wall Bracket Linz M08 5 “UGHt Suspension ans | 
Wall’ Bracket 2 M05 Bracket 3 : 
2 Light Holl Fitting 2 Mids 2'Lig't Suspension’ | 
3 Light Suspension n Mor 5 Light Suspension | 
5 L ght Suspension 21 ioe Bracket 
H Gos: Glos Suspension 2 M110 6 Light Suspers’on” | 
1 Gast Gloss Bracket B Mill Bow! Suspension 
| Brecke 2 Mii Bracket 
2 Shell Sus 5 MiB i 
Bracket 5 M20 th 
Sus 5 M24 
4 Light Sus 5 M125 
Bracket 3 M26 
Suspension 21 ea a 
ae 8 M28 2 Light Suspension 
7 MI2BA 3 Light Suspension 
5 Light Suspension 7 mi29 Bow! Suspension 
Tudor Bracket 7 Mi 3 Light Suspens on 
4 Light Pendont 15 M133 5 Light Suspens'on 
4 Vane and Panel Suspension - 5 Mia 6 Light Suspens’on 
Light Tudor Suspension 15 Mie 6 Light Suspens'on Ss 
Gylindrieal Suspension i M138 Suspension wth Glass Ciic'e |) 1) 10 
Bracke: 9 Mie Suspension with Metal Reflector 1) 33 
3'Cyinder Suspension 2 Mie Super Luminaire Suspension 2 
Brockett vss B Miao Chandel'er "Bracket 2 
Gelling Fitting 30 es Bowl Suspens'on a 
Bracket Seed Se is Mieé 2 Light Suspens on % | 
3 Light Suspension | 16 Mil Suspension aes her 1 
5 Light Suspension 1 mee i skort | 
5 Light Suspension a M163 3 Light Susp RR | 
Bracket a 2 Mgt 3 Light Susp s | 
2 Light Su 2 Mes Bow! Suspension Rc pe | 
3 ght Sus 20 Mee r cf: en, 
4 Light Suspens on 20 ee ee ER i 
MISCELLANEOUS. 1 | 
TL x 6 With Arrow | Austay" Sivered Gloss Shop Window Lighting Reflector 78 | 
| Tia x 8 Mstol and Gloss Table Lamp * | Monogram House Unite =. 7 
| TLU4Ax 8 fatumus" Table Lamp | Well and” Oys.er Gloss s n 1 | 
| 13 Crescent Table Lamp Genieal Opal Shades | 7 
1136 Metal ond Gloss Table Lamp Heat "Resisting oodlight Lenes n | 
| 137 ie iin Leclanche Jars SS 7 | 
| Hlerble Desk Lamp Switehon” Units cece at) 
1g Table Lamp Grava. and ‘Ceramic Coloured’ Panels’ for ‘Signs, Decora 
i Nowe, Twins Bghte Tablas Lamp: Mong Panel Lighting ond Shop Window Valances °° | 39 | 
| Natura Single Figure Table Lomp | Metal Fittings oe 03, 84 | 
i Illuminating, Chrome. Plated Shaving Minor Bridge Lamps and Floor Stonddrds Sa ees 
Chrome Plated Yacht -- Modetn Chrome ond Gloss Tablet <. + is, 26,27 
Industrial Wall. Bractet z Dinner ond ‘Grn Waggone Comte er 
Underawning Floodlights Smokers Stands. 3 ia | 


> 
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MODERN LIGHTING 


M53. 
Single Light Bracket. 
Length, l0sin. 
Projection, Sin. 
Width, Bin 


centre piece, 22in. 


: Catalogue No. 8806. 
|| All Glass Wall Bracket. 
Length, Sin. 
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I 
I 
Catelogue No. 13008 
Unit, 
Art Colours. I 
Diameter, Sin. i 
| I 
il Catalogue No. 9014. | 
| owl. 
Diameter I4in. 
| 
| 
| 
i) 
| ! 
i Catalogue No. 10410. | 
| Crystal Baze Unit. | 
| Diameter 10in. | 
\ | 
| i 
/ 
| ! 
\ i 
li IB} 
| oy 
| 
| 
| ; 
| | 
| 
I Catclogue No. 10814. i 
| Catelogue No. 13206. “Fleur Cast Glass Bowl. 
| nit. Diameter, I4in. 
| Diometer, 6in. Silk Cord Suspension, 
L = = = — 
| 
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MODERN 
LIGHTING 


M59. Five Light Suspension, 
Diam., 18in.; Length Overall, 22in. 
including contre piece. 


M58, Standard 


i Right 
With Chrome Plated Rod = i 
oni verall, 36in.; Diam., (in M60, 1 Light Bracket. 1 
Longth Overall, 36in.; Diam., 10in. Tenuione | 
Ms8. Large. Projection, 4in. | 
Length Overall, 36in.; Diam., 13in Width, é4in, 2 | 
M ADE 1 ON NG a eS 
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MODERN LIGHTING 


Catalogue No. 13414 Unit. | 
Price for C.P, Red Suspension | 
‘on application. 


Right 


M57. _1 Light Suspension. 
with Chrome Plated Rod. 
Length Overall, 36in. 


fam., 84in. 
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BiYeeeCiRiOMWaN un CiRaAScliArks = GulyAjsiSe :Palayacs Lot Di an) SYDNEY | 
| 
= = = | 
| 
HH | 
1 
| 
HH | 
i | 
« 
M124. WALL BRACKET 
Height 9in. Width 72in. M140 Chandelier Bracket. 
Projection. I4in, | 
Drop |5in, | 
| M133. Five Light Suspension. i; 
| Length Overall, 36in. Diameter, 19in. i 
I 
l 
| 
| 
| 
| 


M136. Six Light Suspension. MI34,_ Six Light Suspension. | 
Length Overall, 36in. _Diometer, 19in. Length Overall, 36in. Diameter, 19in, 
(also M135, Five Light). (also 3 Light ond 5 Light). 22) 
MADE ION AYU) SS* TCR: TA; GA | 
= i 
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CLASS 


Pate, De SesoyaDINGEsy, 


F ¢ 
| 
| 
| 
I 
| 
| Catalogue No. 18608 Shade. 
i 34in. Fitter: Bin. Diameter. 
i! 
iB 
A Catalogue No. 18608 Shade, | 
Jin. Fitter; 8in. Diameter. F 
I 
' 
| 
| 
EI 
/ 
| 
| 
I 
ie 
\ 
| ee 
MI28A. 
I M138, Three Light Suspension. 
| Suspension with Grové Glass Circle With Chrome Plated Rod 
and Chrome Plated Rod. and Arms, 
| Length Overall, 36in. Length Overall, 36in, 
i Diameter, 20in. Diameter, |6in. 
li 
= 
" MOA D IS 1 N A U eS ROA its if A 


Page Ten 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CROWN 


BiyemiGRrOLW NN IGIRGYISTiA Lo RGILVAIS!S: SIP Tiay es 


Right > 
Milt 


Glass Dish 

Suspension 
with Chrome 
Plated Rod. 
Length Overall, 


Diam., I4in. 


| M97 

|| Two Light Suspension. 

| Length Overall, 36in. 
Diometer, I4in, 


M126 
Chrome Plated Wall Bracket. 
Length, 8in.; Projection, Bin. 
Width, bin. M98. Three Light Suspension. 
Length Overall, 36in. 
Diameter, 13in. 


M77 
Suspension. 
Diam. of Cylinder, 8in. 
Length Overall, 36in. 
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{,;—_— = eas Sz es 


| 
| 
| {i 
\ Hy 
i 
"Switchon'” Unit. | 
Diam. 14in. 
Fitter din, TL, 14 x 6 with Arrow 
| Height 7 in. Diam, 6 in, 
| 
| 
i 
| 
! 
i 
| 
| 
i 
i | 
| i 
] | 
r | l 
| | 
| ‘i 
I I 
| « 
| 
I 


M92 Six Light Suspension. M90, Two Light Suspension, 
| Length Overall, 36in. Diam., 17in. Length Overall, 36in, Diam., 13in 
M AD E ION AVAUGUSAT@ Ohya Aol emIL nA 
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M104. Five Light Suspension. HI 
Length Overall, 3é6in,; Diameter, 19in. 


M103. Three Light Suspension. 
Length Overall, 36in.; Diameter, 13in. 


M102. ia 
Wall Bracket. Hy 
Length, 19in. | 
Mi16. Projection, 4hin. 
Wall Bracket, Width, S4in i 
Length, [lin 
Projection, Bin. 
NB il M72. Vestibule Unit. Chrome Plated, 
Lenath Overall, 36in.; Di Bin. 
M A D E 1 N A U se ip R A ob 1 A i 
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é 
| 
| 

fe 

| 

MB9. Five Light Suspension. 
i Length Overall, 36in.; Diameter, I8in. 
| M129. Three Light Suspension with Glass Dish 
and Chrome Plated Rod. 
Length Overall, 36in.; Diameter, 17in. 

Ii) 

| 

| 

| 


Miz 
Wall Bracket. | 
Length, 94in. 

Projection, 4in.; Width, Bin, 


MIIO. Six Light Suspension, Chrome Plated, 
Length Overall, 3éin.: Diameter, 17in. 
| (also Bracket and Three Light Suspension). 


M A DE ION Ase U ees an Toes Rae And L Slay 
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Mai. I 
Wall Bracket, Chrome Plated. | 
Length, 104in.; Projection, 10}in.; Max. Diam., 6in. | 


M70. 
Four Panel Suspension, with Chrome Plated Rod. 
Length Overall, 36in.; Diam., 23in. 


M100. M76. 
Wall Bracket. 


Three Light Suspension. 
Width, 10in.; Projection, 44in 


Length Overall, 36in.; Diam., 19in. i 
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MODERN LIGHTING 


Right > 
Mes. 5 Light. 
Length, including 
Centre Piece, 224in. 
Diom., 163in. 
Metal finish sup- 
plied in Spanish 
Iron or Gold Bronze. 


Bottom Left 
Catalogue No. 8214. 
Diom., I4in. 


Bottom Right 
Catalogue No. 8312, 
| Diam., 12in. 
| M87. Three Light Su:pens‘on, 

Length, including Centre Piece, 22Jin, 
| Diam., I4in. 
Metal finish supplied in Sponish Iron 

or Gold Bronze, 


M86. One Light Bracket. 
Length, 94in. Projection, 34in. 
Width, 54in. 

Metal finish supplied in Spanish Iron 
or Gold Bronze. 


See 
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MODERN LIGHTING 


HH 

| 

\ 

] 

I 

M22. i 

| Sotumus Fitting, Chrome” Plated. | 
| Length Overall, 36in.; Diam., I7in. i 
i 

| "Natura" Single Figure Table Lamp. HH 
| M31. Hammered Metal Lantern. | 
i Lanter Size, Iin, x Tin. | 
Length Overall, 36in. I 
B I: 
I | 
| [ 
[ 


M105 
M35. Wall Bracket. M2IA. 
Hammered Metal Bracket. ence se Satumus Bracket, Chrome Plated. | 
Lantern Size, Ilin. x Tin rojection, 4in. Length, 10}in. Projection, I4in. [ 
Length, I54in. Projection. 9in. Width, Sin. Diom. of Ball, éin. 
| 
M A) DAE U N Ay Me Se Te (RM CAD SES HERA 
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Left Left 
No. 2A, No. 6 
Chrome Plated Chrome Plated 
Smokers’ Stand, Smokers’ Stand, 
Height, 26in, with Glass Shelf. 


Height, 26in. 


No. |. 
Chrome Plated 
Smokers’ Stand, 
Height, 26in. 


M132, Three Light Suspension. 
Length Overall, 36in.; Diom., 14in. 


19. 
Tea Table, Chrome Plated, with Gravé Gloss Top. 
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MODERN LIGHTING 


M5, — Wall Bracket. 
Length, I4in.; Width, 10in. 


| 
| 
M78. 
Wall Bracket. 
Length, I4in, 
Projection, 6in. | 
Width, 12in. | 
| 
Al 
| iH 
4 M9 SQUARE M9. Square. Suspension. I 
Maximum Diam., 20in, 
| Length, 48in. 
— 


M9 ROUND 


M9. Round. Suspension. 


Maximum Diam., 17in. MiB 
; Length, 48in, Wall Bracket, 
iz Chrome Plated, 
| Length, 8in. 
| z Projection, Bin, 
| See Metal Section for “Crown” Metal Fittings Width, Sin, 
MD CAS" DE |e | A U Se T= i8) CAG etek 
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f 
HH 
I 
| 
| 
| 
dl 
| 
i 
| 
i 
I 
| 
| 
| 
Hl) 
i 
| 
I 
| 
4 
| 
| 
i 
| 
| M91. Three Light Suspension. 
Length Overall, 3éin.; Diam., I4in. 
I Left 
I M9IA. Four Light 
| Suspension. | 
Length Overall, | 
i 3bin, | 
Diam., I4in | 
I 
| | é 
: : 
| Hl 
M90A. Wall. Bracket. 
Length, ain. M96. Wa'l Bracket. 
Projection, din. eee 3a 
i fin. rojection, Sin. 
Rete Width, fin 
MA DE ION ADRUMASE ite IREBAl SE eli cA i 
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MODERN 
LIGHTING 


Catalogue No. 6216. 
Diam., léin. 


Length Overall, 30in.; Diam., 64in 


Right 
M39. Five Light Suspension. 
Length, including Centre Piece 
I8in.; Diam., 17, 
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MODERN LIGHTING 


<q Left 
M45. Two Light Bracket, Chrom2 Plated. 
Length, I4in.; Projection, 4in.; Width, Bin. 


M45A. One Light Suspension, Chrome Plated. 
Length, I4in.; Projection, 4in. 


Right p> 
M35. One Light Bracket, 

Length, 15tin.; Projection, 9in. 
Lantern Size, Hin. x Zin 


M36, One Light 
Bracket. 


Length, 10bin.: 
Projection, 43 


Width, 44in, 
M37. Two Light Suspension. M38. Threo Light Suspension. 
Length, including Centre Piece, 18in Length, including Centro Pieze, 18in. 
Diam., 12in. Diam., 12in. 
M A DE 1h (AGIUDSS)aTeep RUE <A™ vin ayllnra: 
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7 : m7 | 
MODERN LIGHTING i 


Loft 
M42, One Light Bracket, 
Chrome Flated, 
Length, Zin. 
Projection, 5jin. 


Wisth, i 


| Loft 
T.L.32. Crescent, 


z Chrome Flated. 
Height, 122in. 
Width, Sin. 


Width Base, Sin. 


= 


T.L. 14A x Bin. Saturnus, M4l. Four Light Susrension, 

with Chrome Plated Base, with Chrome Plated Rod. 

Height, 9in.; Width, 13in. Length Overall, 44in.; Width, I64in. 
moOA Ore 1 N A U Pala | R A L 1 A 
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MODERN 
LIGHTING 


Cetelogue No. 9314. Cast Gloss, Bowl. 


M132, "Super Luminaire 
A spun metal reflector with glass bottom cap, 
equipped with focussing device. Highly 
efficient semi-indirect unit. 


Lantern Siza, Hin, x Tin 
Length, 36in. 
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ol 
| 
I 
| 
| 
| 
M82. Wall Bracket. Hl 
Length, 8in.; Projection, 44in.: 

Width, 8in, 

i 
| 
| 
Hl 
j 
i 
| 
I 
| 
[ 
Hy 
M50, Three Light Shell Suspension. ih 
Diam., I6in.; Length Overall, 13}in | 
OS. or Matt Silver. | 
| | 
— | 


= 


M120. Wall Bracket, 
Chrome Plated. ; 
Length, lin. MIL. Wall Bracket 

MBI. Three Light Suspension, Projection, 4in. Length, IZin.; Projection, Sin. F 
with Chrome Plated Rod. Width, ésin, Width tain. | 

Length Overall, 36in.; Diom., 1Sin | 
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ULTRA MODERNE CHROME AND GLASS TABLES 


T7. 3 Leg Spiral 
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| 
| 
: BY CROWN CRYSTAL GLASS Rive Abita a a O37 1)IN Is 37 | 
| ULTRA MODERNE CHROME AND |] 
il GLASS TABLES L 
| 
tj Hl | 
Vy 
| 
| 
| 
| 


T4. Chrome Plated Traymobile with Glass Shelves, 
showing "Grimwa Cut Glass Cocktail 
d Jug. 
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TL. 36. 
Height, 94in.; Diam. of Cylinder, b4in. 
Width of Base, Sin, 


TL. 37, 
Height, 112in.; Diam. of Ball, éin. 
Width of Bose, Sin, 


I 
I Illuminating Chrome Plated 
4 Shaving Mirror. 
} Height, I4in.: Diam. of Mirror, Qin. 
I 
i] 
| 
| 
I 
| 
i 
| 
] 
; 
| 
| TL. 14 x 8 Chrome Plated. 
| Height, 8in.; Diam. of Base, Qin. 
i) Diam. of Ball, 8in. 
| (Also T.L. 14 x 6 with 6in, Ball) 
| 
| A DE 
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CRYSTAL 
BASE 


-" ii 
1 UNITS i 
i 
ii lI 
/ / 
ii i 
| 
i Catalogue No. 16107. i 
Crystal Base Unit. iH 
i) Diam., Zin, Catalogue No. 16508, 
| Crystal Base Unit. H 
Diam., Bin. | 
| 
my = Oe 
rt 
Catalogue No. 5112. ese | 
Crystal Base Unit. iB! 
Diom., I2in.; also I4in. Catalogue No. 18508. i 
Crystal Base Unit. I 
Diam. 8in. i 
} 
1 
| 
| 
i 
@ | 


——s a 
erties My 
Rad nt 


‘A Catalogue No. 15810. Catalogue No. 16312. 
| Crystal Bose Unit, Crystal Base Unit. 
Diam., 10in. Diam., 12in. 


Page 
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UNITS 
1 
| 
/ 
a iB 
Catalogue No. 13606. : 
| Catalogue No, 13706. Fancy Ball. | 
‘| Faney Ball. Diom., 6in.; also gin. E 


bin. diam., also Bin 


M84. Ceiling Fitting with Prismatic Crystal Bose. at £ 
Ly 


x. diam., lin; Projection, 6in, Wy y 


s <S 


= 


Catalogue No. 13312, Crystal Bare Unit. 
Diom., 12in.; also 9in, 


Catalogue No. 15009. 
Prismatic Top. 

Catalogue No. 15310. Stepped Unit. Kitchen Unit. 
Diam., 10in.; also Bin. and 12'n. Diam., 9in, 
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UNITS ih) 
/ | 


Catalogue No. 19010. 
Unit 


Diom., I0in, 


Catalogue No. 15208. 
nit. 
Diom., 8in.; also 4in. and 10in. 


Catalogue No. 17212. 
u 


Catslogue No. 17406. 
Unit. 
bin. diam., also 8in. | 


Catalogue No. 17112. 


Catalogue No. 16608. Sunlite Unit, | 
Unit. Opalescent enamel top with low ] 
Diam., 8in.; olso bin. absorption glass base, 


Diam. I2in.; also 10in. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 
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Catalogue No. 14810, [ 
Unit 


Diom., 10in.; also 7in. 


i Right 
Catalogue No. 12714, 


Diom., |4in.; alto in 12in. 


f Catalogue No. 14008, Catalogue No. 13414. 
| Unit. Unit. 

i Diam., Bin. Diam., I4in. 

HH MIN RAy Ss DINGE} aS AQAUST SIT) Be eA PELE RIG GAY 
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BY CROWN CRYSTAL GLASS PTY. LTD. - - - SYDNEY | 
ac i =T | 
| 


i | 
| | 
| 
| 
; | 
| | 
Hf | 
i | 
| | I 
|| | 
Vi | 
| I 
| | 
i i 
| | 
\ | 
/ 
| | 
| 
| 
/ 
il / 
I M145, With MII Bowl ond Chrome | 
| M138, Suspension with Chrome Plated Rod and Plated Rod. 
| Reflector. Overall Length, 36in.; Diam., in. 
Overall Length, 36in.; Diom., I6in. 7 
i li 
iH 
| 
IH 
i 
| i 
ea | | 
I] L 
| 
| 
| A} 
I 
i i 
I Catalogue Ne, 17312. Ceiling, Fittin I 
|] Cetologue No. 17608, Unit eee plant aane a 2 Catalogue No. 18406. Unit. 1 
Diam., 8in Diam., éin : 
| E 7 + E E \ 
| MA DE 1 oN As US APR SALA TA 
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MI65. Suspension. 
Art. Gloss with Silver Lines. 
Length Overall, 36in.; Diam., I4in. 


Art. Glass with 
Length Overall, 3 


M166, Sus 
| 
| 
{ 
| 


I 
Catalogue No. 17906. 


Foney, Boll Catalogue No. 17806. 


Fancy Ball, 
| Diam., bin. Diam., bin, 
| 
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( 
| 
| 
| 
Catalogue No. 18206. 
Unit. 
Diom., 6in, 
i 
l 
| 
| 
FT 
| 
M164. Suspension. | 
Art. Glass with Silver Lines. | 
Length Overall, 36in.; Diom., I4in | 
oe | 
/ 
| | 
Catalogue No. 18308. 
Unit. ll 
Diom., Bin. Catalogue N>. 18206. \ 
Fancy Ball. 
Diom., 6in. 
M A DE ION LO ES NE it a 
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7 - SYDNEY 


Catalogue No. 15708. 
Unit. 
Diam., 8in.; also in bin, 


also in Bin, and 10in, 


Z iH 

fl 

I 

1 

a | 


Catalogue No. 14904, | 
Diam., din. I 


Catalogue No. 13806. 
Fancy Ball. 


| 
Cotalogue No. 16008. Sash Sieet. 
I Crystal Base Unit, Drape idias | 
Il Diam., 8in. 
| | 
|| | 
| [ ] . | 
| | 
{i} IL 
Catalogue No. 16996. atalogue No. 12906, | 
Imitation Lantern Unit, Naieueo 
Diam., 6in.; also in Bin, for EAE Sue Diam., bin; also in 9in, | 
Diam., Bin, alzo in I2in. 
MADE ION Nw Sr i fe TA 
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| 
| BYR IGIROW Ne IGRYSaRAILy eGiL ASS: EPiTaYe.= oLniD’. SYDNEY | 
i ——— es aaa pis panes s at zm | 
1 {fl} fy 
/ | 
| {| 
if ly 
i] MODERN UNITS 
Ea | | 
Hl | 
i | | 
Hd Hy 
Hl I 1 
| | 
| | 
| i 
lH] 
| | 
| i 
| il 
We 
| HH 
| | 
| | 
i] | 
HH Catalogue No. 15108. Catalogue No. 16806. | 
| UNIT. Unit. | 
Al Diam., 8in. Diam., 6in, ii 
i! 
HI 
| ] 
| PN | 
| i 
| | 
\| Catalogue No. 14606, 
Unit. 
Diam,, in. 
| [| 
| I 
| i 
| | 
HH i 
=) i 
I | 
| | 
| Hl 
! | 
| Catalogue No. 16708. Catalogue No. 17508. 
| Unit, . et 
i] Diam., 8in.; also in bin, Catalogue No. 18106. iam., Bin, 
i Unit, 
I Width of Side, bin. 
— wae Bs Es i 
|| M A D E I N A U $s. T RY os an 1 A 
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Paley ies 


MODERN UNITS 


Featuring Prismatic Glass Removable Caps 


The New Vogue in 
Modern Units fav- 
oured where High 
Efficiency coupled 
with Beauty is re- 


SOM 
aa 
™ a 


Catalogue No. 10514, 
Crystal Base Unit. 
Diam., I4in.; Length, I3in.: Fitter, bin. 
Lamp Size, 150 to 200 Watt. 


Catalogue No. 16412. 
Crystal Base Unit. 
Diam. I2in.; Fitter, 6in.; 
Lamp Size, 150/200 Watt. 


q Left 
Catalogue No. 11008, 
Diam., 8in.; 
Length, 9in.: 
Fitter, din. 
Lamp Size, 75 Watt. 


Catalogue No. 10712. 
Diam., 12in.; Length, I4in.: Fitter, 4in. 
Lamp size, 150 to 200 Watt. 


Catalogue No. 10410. 
Crystal Base Unit. 
Diam., 10in.; Length, 12 
Fitter, 4in. 
Lamp Size, 100 or 150 Wait. 
Catalogue No. 10408. 
Crystal Base Unit. 
Diam., 8in.; Length, 10in.; 
Fitter, 4in. 
Lamp Size, 75 Watt. 
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BY CROWN CRYSTAL GLASS Paley ema Te Diem ar ace See DIN) Exys 


Examples of DEEP GRAVE — REVERSE ETCHING 
Suitable for Panel Lighting and Window Valances 


CLASS 
) 


Oo 


CENTRE SECTION OF SHOP WINDOW VALANCE. } 
| Ina process combining light embossing, reverse etching and striking fused Ceramic 
colourings. We shall be pleased to supply full particulars on application. I 


1 ART IN COMMERCIAL ADVERTISING. 
Deep embossed panels for edge illuminated signs. 


"FLORAL" 
fin, Glass with Deep Triple 
Gravé Design, 


“SEA HORSE." 
tin, Glass deeply embossed. 


Examples of Fused Ceramic Designs in a variety of Beautiful Colour Tonings, used in the latest develop. | 
ment of Panel, Ceiling, Pillar and Iluminated Floor Lighting. / 


Mo tA SDE ION A UL JSG Take Remc Atmel ae nay 
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CAST GLASS BOWLS 


Catalogue No. 9512. "SPRINGBOK." Catalogue No. 10714. "HYDRANGEA." 
Diam., I2in. Diam. I4in. Hi 


Catalogue No. 10614, "SURF." Catalogue No. 10814. "FLEUR." | 
Diam, I4in, Diam., !4in. 


Catalogue No. 10214, "PRISMATIC." Catalogue No. 9214. "GONDOLA." 
| Diam., I4in. Diam., I4in. 


Ilustrating the latest development in Domestic Lighting Bowls manufactured in Beautiful Cast Glass of High 
il Grade Quality | 
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By 


CROWN 


Catalogue No. 11698, 
Multi-coloured Flakestone Unit, 
Diom., Bin.; Fitter, 4in 


CROWN 


CRYSTAL 


f Catalogue No, 9512. Cast Glass Bowl. 
| Diom. Zin. with 3way Silk Cord Suspension 


GLASS 


GLASS 


Pipes IEW els 


Catalogue No, 11612, Art Amber Uni 
Diam., I2in, Fitter, Sin. 


Catalogue No. 10714. Cast Gloss Bowl. 
Diam. I4in 


M A DE 
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“han il 
‘<7, 08 
a 


Catalogue No. 13814. 
BOWL. 


Hoo 


Diam., I4in. 


| 
i I 
| No. M110. | 
SIX-LIGHT SUSPENSION. | 
Chrome Metal and | 
H Cast Glass. | 
| Length Overall, 36in.; ) 
Digm., in, | 
M128. THREE-LIGHT SUSPENSION. 
A delightful exomple of the modern trend, combining i 
Chrome Metal with Art Gloss, q 
Length Overall, 36in.; D'am., 18n. | 
| “THE NATURA" H 
i Twin Figure 
| Table Lamp. 
Height, 194in. 
Ball Diam., 8in. 
(Abo Single 
Figure.) / 
Fl WRITING. [ 
i TABLE LAMP. | 
ll With Bokelite Bose i 
/ and 8in. Boll, | 
/ | 
| i 
| i 
i I 
i ' 
| | 
q | 
| 
| Catalogue No. 5414. No. MIO7. Catalogue No. 14308. | 
| BOWL, FIVE-LIGHT SUSPENSION. Crystal Base Unit. fl 
Diam., 14in Length Overall, 36in.; Diam., Bin. Diam., Bin, 
| DE 
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Catalogue No. 11506. 
Unit, 
Diam., bin, Fitter, 4in, Catalogue No. 11008. \ 


nit. 
Diam. Sin. Fitter, 4in. 


| 
HI 
I 
| 
, 
Catalogue No. 3206. Hl 
Acorn. | 
Diom., bin. Fitter, 4in. | 
| 
|| 
| 


| 
Catalogue No. 9214. Gondola Bowl, | 
With Silk Cord Suspension. 


"Page Forty-three 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 
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BY -GCR-O WIN: CRYSTALS GEASS. Poy. LTD a i em SYDNEY 
| a cs iw = we 
i 
i] 
| 
il 
1 
i Catalogue No. 14108}. I 
if Cylindrical Unit. 
13 Diam., 84in. Fitter, 4in. 
| 1 
i) { 
| 
| I 
| | 
| | 
i i 
| 
| | 
i 
; 
/ 
Above | 
i Catalogue No. 11912. I 
| 
| Suspension with Chrome 
| Plated Rod. 
F| Length Overall, 36in.; 
| Diam., 1Zin, Fitter 6in. 
| 
| 
] 
| 
| | Loft 
| Catalogue No. 12906. 
Bl Art Amber Unit. 
| Diam., 6in.; also Yin, 
Hl Fitter, 4in. Catalogue No. 14308, 
Crystal Bose Unit. 
Diam., Bin. Fitter, din. 
M Ar (DAE 1 N A u So oy ROA 5 I A 
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| = an | 
I I | 
e ~—-— SN Fy | 
HI E | 
| / 
| 
l| Catalogue No. 12514. 
Bowl. Catal. No. 13814, 
| fatalogue No. ‘ 
| Diam., I4in.; also 12in. Bowl, 
| Diam. I4in. 
| | 
I 1 
| | 
, 
| | 
{i i 
| | 
i / 
| | 
\ | 
| Cotalogue No. 13512. Catalogue No. 13012. | 
| Opal Unit. Crystal Base Unit, | 
| Diam., I2in.; also Bin. Diam., 12in.; also Bin. | 
| | 
| | 
| 
| | 
| | 
| 
| | 
Hy 
i 
i j 
| i 
| | 
i i 
|| Catalogue No. 11214. Catalogue No. 11114, I 
| Bowl. owl. 
i Diam, [ding ako 12m Diam., I4in.; also 12in. i 


MADE 1 ON AgeiU ne sSPatT am Res AY aes earl 
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PROWN GLASS | 
ll BY CROWN CRYSTAL GLASS Patiyes ETiDies =o SYDNEY | 
| : — — = ——5 | 
1 SEMI-INDIRECT BOWL LIGHTING | 


| Catalogue No. 8512. BOWL. 
i Diom., I2in, 


M A DE ION AW OS TP Te ay ik OA 
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5414 BOWL, 


i 5014 UNIT 
WITH SPECIAL / 
HOSPITAL FITTING | 


5414. BOWL, I4in, 
The 5014 Unit embodies simplicity, and efficiency of illumination, ond when used with the Hospital Fitting shown 
above makes an ideal lighting fixture for HOSFITALS, KITCHENS, CAFES, and all places where cleanliness is 
essential, the whole fixture being free from ridges or crevices to catch dust and dirt. It is finished in White 
enamel and Nickel. Length of fitting, 36in, 


I Cat. No. Diameter. Fitter. Size of Lamp. 
I 5012 in, Bin. 100 or 150 Watt, 
5014 4in, bin, 150 or 200, 
5016 Lin, bin, 200 or 300, 
MADE Tee AnUIES = Tae Reem Atamn Cel amas 
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CLA 


Catalogue No. 9614, Catalogue No. 9814, "FESTOON." 
Diam., I4in, Diam., I4in, 


| See Metal Section for 
i Details of 


Crown” Suspensions 


See General Informa- 


tion re 


alors 


Available 


i Catalogue No. 8114. 
| Diam., I4in. 
| 


Catalogue No. 9714. “SCROLL.” Catalogue No. 9914, 


i Diam., I4in, Diam., I4in, 


1 All these Bowls are available in a wide range of Colours and Decorative Tre 


M AD E ION Are Ue Star Ryne antag ie Al 
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GCLASS& 


CROWN 


BY CROWN CRYSTAL GLASS PTY. LTD. SYDNEY 

SEMI-INDIRECT BOWL LIGHTING | 
in 
ll | i 
| 
| l 
| | 
] 
i 
| i 
| 4 
| | 
il 5514 BOWL 

| 
| ' 
/ Hi 
| ie 
i i 
| a 
| i 
/ 
| | 
i | 
| | 
i | 
| 5614 BOWL | 
| 
| ! 

i] 5314 BOWL 

| 

i 
| 5714 BOWL, I4in. 5514 BOWL, I4in. 5614 BOWL, I4in, il 
| El 
| 5814 BOWL, I4in 5314 BOWL, I4in. il 
| | 
| All these Bowls are made in « ge of Beautiful Colours and Decorative Treatments. | 
i ke i} 
| M A D 13 i) N A U Sy lie Rota i Ih A BA 
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| CROWN GLASS 
| BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY 
| eae 


SEMI-INDIRECT BOWL LIGHTING 


5914 BOWL Pe DEON Hl 


17 
a 
6216 BOWL 


i 

| 
IA) 
iF 


I 6014 BOWL 


Catalogue No. 5914, BOWL, Catalogue No, 6216, BOWL, Catalogue No. 6014. BOWL. 
Diam., I4in, Diam., I6in. Diam., I4in, 


Catalogue No. 6108, ANTIQUE LANTERN. 


All these lines ar 


tiful colours a 
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i 
CROWN GLASS | 
i 


NO CEILING FITTING 


4614 BOWL 


Catalogue No. 4815. BOWL. Catalogue No. 4110. CEILING FITTING. | 

Diam., 15in. Diam., 10in. i 

Catalogue No. 4608. ACORN. Catalogue No. 4612, BOWL, Catalogue No. 4614. BOWL. | 

Diam., Bin. Diom., 12in. Diom., I4in. i 

| 

| All these Bowls and Acorns are made in a wide range of Beautiful Colours and Decorative Treatments. lk 
| 

| | 

MARS Diege fs (AS eU aS ilo Rae Ame mone, i] 

i] 
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SEMI-INDIRECT BOWL LIGHTING 


Cat. No. 2914. Bowl, Diom., I4in.; also I2in. 


Standard Crown" 3-Chain Suspensions for these Bowls 


The Illustrations show only a few of the Beautiful Artistic Treatments applied to these Bowls in all 
Standard Colours. | 


Cat. No. 3514. Bowl. Diam, I4in, 
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Cotalogue No. 12514. Bowl. Diam. I4in.; also 12in. 


Catalogue No. 6512. Bowl. Diam. 12in. 


Catalogue No. 4815. Bowl. 


Catalogue No, 11114. Bowl. Diom., I4in. also in 12in, Celalegue No. 11214. Bowl,  Diam,, I4in.; alco 12in, i) 
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| DOMESTIC LIGHTING 


This page is intended to demonstrate the colour trectments obtainable in CROWN GLASS. Any of the Lines 


shown in this Catalogue can be obtained in similarly attractive colours. 


2206/22 2808/75 


3012/103 


1309/64 


2510/28 
Cat. No. 2208 } Cat. No, 2808 U 
DeMiNowne271\ye Ua aUe Dec. No. 75 Pink f®i" Acorn 
Cat. No. 3012 } 
Bee Ne tog f I2in. Indirect. Bow! 
Cat. No. 1309 1 Cat. No. 2510 Weis veo 
Dec: Ne. 64 Blue sv “corn Dec, No. 28 Tango {im Acorn 
H fi YS oss n KatUemSe aR Atte Me cA 
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DOMESTIC LIGHTING | 


EIVARS 


These Coloured Illustrations are intended as 


Cat. No. 1712 ) Cat. No, 1712 l 

Dee Ne 26 Mosaic ( '2in- Enclosed Unit Dee No 76 Brown l2ine Enclosed Unit 
| Cat. No. 1910 i Cat. No. 1910 1 | 
| Deel Ne. 13) Mauve} !2in. Indirect Bowl Dee No 18 Pink 12in» Indirect Bowl | 
| i} 
E There is a Crown Glass Unit for every Point, HH 
| | 
| 
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BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY 
ADVERTISING GLOBES 


The Colours and Lettering on CROWN Advert'sing Glo! re GUARANTEED PERMANENT, being fired on to 
the glass in TRANSPARENT COLOURS. Always insist on CROWN Advertising Globes. 


314 iin in. 
SPECIAL LINE.—I2in. Advertising Globes lettered "CHEMIST" or "DENTIST" in White Letters on Red, both 
zs ig sides. 4 
M A DE ION we Ss oP Te ee LS 
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DOMESTIC LIGHTING 


6512 x GIN. 


Cat. No. Diam. Fitter 


6914 I4in. 12 
a ior" ‘ie is TI 
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BY CROWN CRYSTAL GLASS Piss Vette So SOeRH=y 
rh ra | 
i) il 
| e : 
| SEMI-INDIRECT BOWLS AND ACORNS | 
il | 
! WW 
Hl 
i 
Hi 
i i \ 
| 
| i 
| | | 
i A 
| HIE 
ii 
| 
Catalogue No. 8008. | 
Diam., 8in.; Fitter, 24in, of tin. Catalogue No. 7908. | 
| Dia-., in; Fitter, fin. | 
/ 
| 
H ul 
| | 
| 
| asics vaaNe ols Catalogue No. 1910, 
i Wy Seu eg tts icin, (Zine Fitor, Tain 
Catalogue No. 1712, 
| Diam., I4in.; Fitter, 12'n. | 
i 
| | 
| 
i A 
| | 
| 
| 
{i | 
| 
i | 
I | 
| | 
i 
| i 
| | 
Catalogue No. 3112. Catalogue No. 11314. | 
Diom,, I2in.; Fitter, Bin. Bowl. l| 
| Catalogue No. 3114. Diam, I4in.; olso 12in, ll 
i Diom., I4in.; Fitter, I2in, E 
| i 
a = = = i 
I tN RA | 
I = 
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BY CROWN CRYSTAL GLASS Pua. kar he. Soe SADNESS 


SEMI-INDIRECT BOWLS AND ACORNS 


DEC.N° 3708 


Cat.No. Description Diam. Fitter 
| 3708 Acorn Bin. 4in. 
| 3712 Indirect Bowl 12in. 10in 

3714 Indirect Bowl I4in. Vin, 

3808 Acorn Bin. 4in. 

3812 Indirect Bow! 12in, 10in, 

3814 Indirect Bowl 4in. \2in. 


When Ordering state Catalogue No., Finish or Colour 
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CROWN CLASS 


BY GIRO NIN SGiRtyESiirAlLa GILT AISISa Pl Ta yenmee bal Dix Pane te SeyaDINGER 


3914 BOWL | / 
i 


Catalogue No. 3914. BOWL. Catalogue No. 3912. BOWL, Catalogue No. 3908, ACORN. 
Diameter I4in., Fitter 12in. Diameter |2in., Fitter !0in, Diameter 8in., Fitter 4in. 
Cotelogue No. 4212. UNIT. Catalogue No. 4210, UNIT. 
Diameter 12in., Fitter Sin, Diameter I0in., Fitter 4in. 
M A DE ION PAG MUMEGSimaTiME RAMA Ua) Set la RA 
Pas == 
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BLY IG RIOMWENS IG RiysSiwAIL SG LPATSISE SPityiyi ne Lat Di ee, 


Catalogue No. 2010. 
INDIRECT BOWLS. 


Diom., 12in. 
Catologue No. 15914. Catalogue No. 2012. 
Diam., |4in. Diom., 14in. 


Right 


Catalogue No. 2410. 
ACORN 
Diam. 10in., Fitter bin. 


| Catalogue No. 1819, 
| INDIRECT BOWLS. 


Diam. 12in 
Catalogue No. 1812. 
Diam. I4in, 


| 3408 3412-3414 | 
| 
ll Catalogue No. 3408. Catalogue No. 3412. Hi 
ACORN. INDIRECT BOWLS, i 

| Diam. 8in., Fitter 4in Diam., 12in. 

| Catalogue Now 3414, | 

' Diam., |4in. | 

| Mo A D CE os DY QUES ae AE TE LN | 
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CROWN 


CLASS 


| Beye CiRIOINGN MGIRGYiS 1 Alor GID AtS St me Pil yee re sermon) ADA IESY, 
| 
/ 
| HALL UNITS 
iB! 
| 
i 
i 
| 
H 
| | 
i ' 
| 
li 
|| 
i | 
/ 
| Catalogue No. 3206. Catalogue No. 3206. | 
|| Diom., 6in.; Fitter, 4in. Diam. 6in.; Fitter, 4in. | 
/ | 
| | 
i / 
| | 
| | 
| | 
| | 
| | 
Hl | 
| 
i | 
| i] 
| | 
| 
l | 
| Catalogue No. 2510. Catalogue No. 2208. | 
i Diam., 10in.; Fitter, 5in. Diam., Bin.; Fitter, <in. 
| 
| | 
| | 
| 


These Acorns are ideal for small rooms and balls. Available in a wide range of Colours and Decorations 
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ACORNS AND SHADES 


| 

I 

[ 

Catalogue No. 800. | 

Catalogue No. 507. Diam., 6in.; Fitter, 4in. i 
Diam., 7in.; Fitter, 34in. | 
i 


| 
| 
| | 
| 
| 
| 
fl | 
| | 
| | 
| 
| Catalogue No. 4507. | 
Diam., 7in.; Fitter, 2sin. i] 
Catalogue No. 8108. | 
/ Diam, Bin. x Ifin. / 
iB) Catalogue No. 1309, f 
| Diom., 9in.; Fitter, din. | 
| i 
I 
I i 
i 
/ i 
| ' 
| 
i i 
Catalogue No. 900, iH 
Diam., Ilin.; Fitter, 24in, 
Catalogue No. 2309. ll 
Miam., Fin; Fitter, 4in, 


Available in a wide range of Decorations and Colours. 
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BY TOROWNE CRYSTAL -GLASSMPTY OtLtD ee Sears yaNE YI 
= ; ian | 


SS 


SMALL OPEN SHADES 


i 


| 


Catalogue No. 405 x Ifin. 
Diam., 6in. 


Catalogue No. 494 x If. 


iam., bin. | 


Catalogue No. 806 Decoration 8. | 
bin. x I fin. 


FRINGES NOT SUPPLIED. 


Catalogue No. 3404 x 24in. 


Catalogue No. 401 x 24in. 


Diam., 4in. Diam., 4in. | 

I Catalogue No, 400 x 24in. 

1 Diam., 43in, | 
i ii 
| | 
I 
} 
| i 
i | 
I 
F li 

| E 
| | 

Catalogue No. 700 x Ifin. Cc 4 re 
i 1 catalogue No, 402 x Ign. catalogue . 706 x 2hin. | 
Diam., 44in. Diom.’Sin. Catalogue No. 


Diam, 54in. 


I SUPPLIED DECORATED ONLY. 


Page Sixty-four 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CROWN GLASS§& | 
BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY | 


SIWAEES SiniVA DIES 


Catelogue No. 7708 Cotalogue No. 702 
ORN BELL SHADE 
Diam. 8 in, Diameter 6 in, Fitter, If in, 


| ia = 703 BELL SHADE 
| 701 BELL SHADE DECORATION 106 
| | DECORATION 294 


809 BEAD. TOP 
DECORATION 304 


Catalogue No 701, Catalogue No. 809. Catalogue No. 703 
BELL SHADE BEAD TOP SHADE. BELL SHADE 
Diam, 6in., Fitter I4in. Diam. 9in., Fitter 24in. Diameter 6 in, Fitter If in, 


All these Shades are made i 


very wide range of Attractive Decoration 


and Colours. 
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CROWN 
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THE 


GOTHIC UNIT 
No. 5212 


5212 GOTHIC UNIT 
WITH Gin, PATENT. ADJUST- 
la ABLE GALLERY Anp 44in, 
| DEEP CEILING CANOPY. i 


Ky 

| | 
I This unit has been designed specially for use in buildings of the Gothic style of architecture. It is particularly suit- || 
| ‘able for church lighting, its shape providing the maximum illumination over a wide area, ‘i 
i 

| Cat. No. Diam. Fitter Size of Lomp 

i 5210 10in. Ain. or5in, 100 or 150 watt. 

i] 5212 in. fin. "200 to 500 watt 


“Crown Metal Fittings,” a. 


ed in Oxy. Copper or Flor, Bronze. 
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CROWN CLASS 


BY CROWN CRYSTAL GLASS Pitte (kare. 4955 SSeLHNNaye 


THE 
EXTRALITE 


UNIT 
No. 6414 


| The Metal Fittings illus- 
trated with this Unit are 
I "CROWN BRAND" 
and comprise 
tin. Pat. Adjustable 
| Gallery 
Hl 36in. Heavy Chain 
| 44in, Ceiling Canopy 


In Oxydised Copper 
or Florentine Bronze. 


No. 6414, 


This unit loses none of its efficiency on account of the ornamental design, which will blend with any surroundings. 
It is particularly suitable for the lighting of shops, stores, and offices. | 


I Cat. No. Diam, Fitter Size of Lamp | 
6414 14in. bin 100 to 300 watt. 
Ask for "Crown Metal Fittings.” 
M A DE 1 N AU si Ra Ae stee al A 
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CROWN GLASS 


BYISGROWN GRYSTIAL “GILASiS® PRY. “LT De aise b= SYDNEY 


COMMERCIAL | 
LIGHTING | 


The Metal Fittings. illus- 
trated are | 
"CROWN BRAND" | 
‘and comprise 
bhin. 2-piece Deep 
Gallery 
36in. Heavy Chain 
44in. Ceiling Canopy 


In Oxydised Copper 


or Florentine Bronze. | 


No. 2116. 


The efficient design of this extremely graceful unit ensures an even distribution of softly diffused light over a wide 
‘area, making it eminently suitable for installations in large stores and offices. 


Cat, No. Diam. Fitter Size of Lamp 
2110 10in. 4in. 60 to 100 watt. 
2112 I2in. bin. 100 or 150 watt. 
2114 I4in, bin. 150 or 200 watt. 


2116 I6in, bin. 200 or 300 watt. 


Ask for “Crown Metal Fi 


ght” Glass 


These units are also made in 


Holes for tassel 


Mo As DICE 1 ON INS Hive a Te th v8 
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CROWN 


GLASS 


Eee KETONE Teles yalh EnbA Sy Teeth Mh les ie baci SYDNEY | 


AT le i 
| i 
iB 
COMMERCIAL ! 
/ | 
il | 
la) |B 
| 
il id Hi 
ly 
i 
i The Metal Suspension i 
shown is 
“CROWN BRAND" 
comprising 
64in. 2-piece Gallery 
36in. Heavy Chain 
I 4tin. Ceiling Canopy | 
) 
| 
HI 
/ 
In Oxydised Copper 
| or Florentine Bronze. 
| | 
fi I 
| ! 
| 
Hl j 
No. 1716. 
This is one of the best plain units for general lighting and is specially suited for offices and shops. 
} Cat. 
I No. Diam. Fitter Size of Lemp 
1708 Bhin. 4in. 60 watt, 
1710 10in. 4 or bin, 75 or 100 watt. 
| i712 iain. Ab achs 100 or 150. watt, 
i 1714 I4in, bin. 150 or 200 watt. { 
1716 l6in. bin. 200 or 300 watt. 
M A D E 1 N A U Sr Tt. R A L t A 
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COMMERCIAL 
LIGHTING 


The Metal Fittings illus- 
| trated with this Unit are 
| "CROWN BRAND" 
| and comprise 
| b4in. 2-piece Deep 
Gallery 
36in. Heavy Chain 
l| 4hin. Ceiling Canopy 
| IF 
| | 
| | 
| | 
i I 
i In Oxydised Copper | 
| or Florentine Bronze. | 
| | 
| | 
| l 
| 
| No. 1516, i 
| 
| This unit is specially suited for the lighting of offices, and Public buildings, being pleasing in appearance and highly | 
| efficient, | 
| fl 
i Cat | 
| No. Diam, Fitter Size of Lamp | 
1514 I4in. bin 150 or 200 watt. 
1516 Jin, bin. 200 or 300 watt. 
MOA D E 1 N A U s a RA es 1 A 
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Bie iC ROIWIN| | CIR iSAILy SG IDAIS Sus Piliy LT Dis. ge o-sanSay(DINIE.Y, 


COMMERCIAL 
LIGHTING 


The Metal Fittings illus- 
trated with this Unit are 
"CROWN BRAND" 

and comprise 
b4in. 2-piece Deep 

Gallery 
36in. Heavy Chain 
4kin. Ceiling Canopy 


| 
| 
i 


(| 
| 
In Oxydised Copper | 
or Florentine Bronze. 
| 
I 
i 
| | 
| | 
i tl 
i) No, 1116. 
| 
| The lighting characteristics of this unit are similar to Crown Unit 2116, but the design is a little more decorative, ie 
and is particularly suitable for use in small installations. tal 
| Cot 
No. Diam. Fitter Size of Lamp 
| u12 I2in, gin, 100 or 150. watt. 
| W114 I4in. bin. 150 or 200 watt q 
E le \6in. bin. 200 or 300 watt. iW 
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CROWN GLASS 


| BY CROWN CRYSTAL GLASS PTY. ETD ae SYDNEY 


i “| SHOP AND 
OPRRIGE 
LIGHTING 


The Metal Fittings illus- i 
trated with this Unit are 
"CROWN BRAND" 

‘and comprise 
b4in. 2-piece Deep 
Gallery 
36in. Heavy Chain i 
44in. Ceiling Canopy | 


In Oxydised Copper 


or Florentine Bronze. 


No. 1416, 


This unit is specially designed to provide the maximum lighting surface, giving downward and. outward illumination, 
and in addition throws a strong upward light, thereby creating a semiindirect lighting effect, and showing to 
advantage an ornamental ceiling. 


Cat. 
No. Diom. Fitter Size of Lamp 
1414 lin, in. 150 or 200 watt. 
1416 lin. bin, 200 or 300 watt. 
| This Unit can be supplied i t Glass, 
M A D E 1 N A u Sele ERA: re it A 
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CROWN GLASS 


BY CROWN CRYSTAL GLASS PLY ED 


SYDNEY 


COMMERCIAL UNITS 


Right > 
Catalogue No. 6310. 

Diom., 10in.; Fitter, 4in. Size of Lamp, 75 or 100 Wott. 
Catalogue No. 6312. 

Diam., 12in.; Fitter, bin. Size of Lomp, 100 or 150 Watt. 
Catalogue No. 6314, 

Diam., I4in.: Fitter, 6in, Size of Lamp, 150 or 200 Watt. 


This unit features a removable bottom cap which not only 
improves its general efficiency, but facilitates cleaning and 
re-lamping. 

Catalogue No. 8714. 

Diam., I4in.; Fitter, 6in. 

Size of Lamp, 150 or 200 Watt. Erclews ne ni 

Diam., !2in.; Fitter, 4in. 
Size of Lamp, 100 or 150 Watt. 
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CROWN S & 
BY CROWN CRYSTAL GLASS Rut cY amt Dele c-en-w SANE 


COMMERCIAL LIGHTING 


72i2 UNIT 
AND 44.1N 

DE LUXE 
SUSPENSION 


/ 
/ 
/ 
/ A Highly Efficient 3-Ply Cased Opal Unit supplied if required with a removable fluted bottom cap. 


Diam. Fitter Size of Lamp 
12in, ain: 100 to 150 Wott | 
Se tion for Suspensions, 
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El Cine) YAINID  IDIEICO RSA TIE WINES 


4916/298 
DECORATION 


5014 UNIT 
WITH WAISTED 
CEILING FLANGE, 


= 5116 UNIT 


306 DECORATION 
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Flexible Desk Lamp, 
Chrome Plated. 
Height, 23in. 


Left 
No. 10. 
FLOOR STAND 
with Totally Indirect 
Reflector. 
Height, 5ft. in, 


SPUN COPPER UNDER- 


I AWNING FLOODLIGHT. No, I. Floor Stand, 
| Chrome Plated, Chrome Plated, | 
| Diom., 104in, Height, 67. 6in. 


Right > 
SHAVING MIRROR with | 
| Flexible Arm. | 
Diam. of Mirror, 10}in, | 
Height, |8in. HH 
l| 
Hl 
i] 
| 
Industrial Wall Bracket in two and three arm. | 
Adjustable to any fozition 
MW oA DE 1 oN on (Be fp SR SS Ys / 
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| SA) COON EIN COA IMIE ALN IDR Abe) ee. Spy DENIED, 


i) ETCHED MONOGRAM UNITS— 
WE 


KL AINNID. SOPPSTNER: (GILINS SIES,; TE IRC: 


Catalogue No. 4916. Catalogue No. 1716. | 
EXAMPLES OF MONOGRAMED HOUSE UNITS. 


Prices on application. 


Blown Flint Oyster or Bulkhead Glass. 


Diam. x Dept. Heat-Resisting Glasses for 


Floodlight Lenses, made 
of Crown "Heats" Glass. 


Prices on Application. 


12in. x Abin. 
12hin. x 44in, 


Conical Opal Shades. 


Diam. Leclanche Jars. 


No. 1, 3 Pint. 
bin. x 3} Screwed No. 2, 2 Pint, 

zes of Well and Oyster Glasses other than those listed. | 
id particulars on application. 
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QRWN CRYSTAL CLASS PTY L™ 
DYSTRBITEN CANES BF 290M LITERS T7PE 
WOON LIENTING REFLECTOD 


“Austray” Silvered Reflectors 


= =| 
| CROWN CRYSTAL GLASS PIYL™ 

i DISTRIBUTION CURVES OF 200W INTENSIVE TYPE 
I WINDOW LIGHTING REFLECTOR 


Austray 150/200 W. Extensive Silvered Reflector. 
Complete with gallery. 

Austray 75/100 W. Extensive Silvered Reflector. 
Complete with gallery. | 

|| Austray 150/200 W. Intensive Silvered Reflector. For usa in Deep Windows. 

| Complete with gallery. 


[| Austray 75/100 W. Intensive Silvered Reflector. 
ip Complete with gallery. 
| For High Shallow Windows. 
| 
| 
| 
| | 
| INTENSIVE. 
i | 
| 
|| On a pure metallic silver base 
|| is superimposed two coatings 
|, of copper and lead, these 


being finished in satin silver. 


This guarantees long life and 


i lasting efficiency. 


Austray 150/200 W. Flood Spotlight Silvered i 
Reflector. 
With adjustable swivel gallery. 


Wihen ordering please specify size of lamp to be used in order that we may supply the correctly focussed gallery. || 


FLOOD SPOT. > 


i MEAS a DYE ION AUS S 2 OTe ER er AR iLaaRIe WA 
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| CROWN GLASS 
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SHADES AND BRACKETS | 
| For Hospitals, l 
Bathrooms, Etc. 


| Catalogue No. 7404. With Backplate. 
Projection, 83in.; Width, 44in Catalogue No. 7806. All Glass Bracket 
Projection, 84in.; Width, Stin. 


Ask for “Crown 


Metal Fittings ricki 
Catalogue AM. 19in. x bin, 
Sphere. 


Also supplied in 8in., 10in,, 
\2in., and 14!n, 


IH Catalogue No. 4006. Cube. = Catalogue No. 1605. Tile Pattern. 
| Projection, I1}in.; Cube Size, 6in. x bin; also 4in. x 4in. Picjectonfeoainishade! Diameeatins 
Fitter, 44in, 

| 


TARE Ae C ae laaA, 


Seventy-nine 
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Bry CAR Oo NWN I SEG: Roya SiirAt tom Gale Ar sre Pile Yaseen ia Des Fi Se SYDNEY 


| 
| 
| 
| 
| 
i | 
| | 
| | 
| Il | 
| I 
\ | 
ne1012 
| 
| | 
| | 
| {| 
| | 
I 
| | 
| I 
I | 
| i 
{ 
I 1] 
| | 
| | 
| | 
{i 
N°4312 | 
i 
] RIBBED, 
fl Cat, No. Fitter Cat. No. Diam. Fitter 
| 707 24in, 900 Hin, 24in. 
| mM 34in $06 in Zin 
1008 = 908 Bn 2hin, 
1010 - 4310 loin. = 
1012 - 4312 12in. - 
1014 - 4314 1in = 
1016 = | 


1008 fo 1016 
Crown” Metal Fit 


Mp CAG SID SRE: 1 
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OPAL BALLS AND UNITS 


For Kitchens, 
Bathrooms, Etc. 


Catalogue No. 1609. 


Bathroom Unit, with Tiled Effect. peers i 

Diam., 9in.; Fitter, 4in. 206 bin. Bin. i 

208 Bin. in. ly 

210 10in. Sin. iE 

212 I2in. bin, | 

li 

| | 
| Use “Crown” Metal Fittings | 
| 


for this Glassware. 
<q Loft 
Catalogue No. 7512. 
Lunalite Unit. 
Opolescent ond Clear / 
Tectmeneercemce Ply | 


/ Below Cased Opal. 
| PLAIN BALLS. Diam., 12in.; i: 
| Cat.Ne. Diam. Fitter iar esinsvori bins I 
| 106 bin. 3in, | 
| los Bin, ain: | 
| 109 Sin. 4in. I 
HN0 loin. Bin. | 
W2 I2in. 5 or bin. 
14 I4in, bin. 
} 16 Iein, in. 
| Below 
E Catelogue No. 1210, 
Kitchen Unit. 


Diam., I0in.; Fitter, éin. 


Catologue No. 6805. 
Diom., Sin.; Fitter, 3in. 
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CROWN GLASS 
BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY 


METALWARE SECTION 
"CROWN" METAL FITTINGS 


Stondord finishes—Florentine Bronze and Oxy Copper. Prices on application for nickel, chrome, oxy silver, silver 
polished or brushed brass, ete. 


GALLERIES FLANGES 


Standard sizes suppliod Standard sizes supplied. | 
St tala rose ob at tr a is | 
t ine in ine in, i ge A TR | 
| TYPE A. One fiece shallow 2b 34 44 5h 6b Panes i 
TYPE B, One piece deep H+ Se 6 — — sit aS Se 
TYPE C. Two-piece deep 4; 5h of — = Riek (Ties | 
TYPE D. Shallow adj. with hook 4: 5; 6| — — | 
TYPE E. Deep adj. with hook... 5; 6; — — — 1 | 
TYPE F. Focussing with hook a if 
TYPE G. De Luxe with hook 45 fh by — Cc | 
TYPE H. Sphericel with hook and CHAIN SUSPENSIONS 
nem = eee ee THREE CHAIN SETS, 
rast fatertic + iz 
IME Ib Sas NGS EL ALE A) Es No. | Set, comprising 3in. Shallow Canopy and Bowl 
Clips. 
No. IX Set, comprising 3in. Shallow Canopy and Bow! 
Studs. 
CANOPIES No. 2 Set, comprising 3in. Deep Canopy and Bowl 
, Clips. 
it Standard dodant wvetiad No. 2 Se comprising 3in. Shallow Canopy and | 
TYPE 1. 3in, Shallow Hook Three Hook sereetsat compreingiai lowe’ Canooy an 
TYPE 2. 3in. Deop Hook Three Hook poacaecoo sine shallow Conoby can 
TYPE 3. 4fin. Deep Hook = fo. rf comprising 3i eral Canopy a 
TYPE 4, 3in, Coverall Hock Three Hook New Spee Gin: rising in a Covere Ucuepy and) 
TYPE 5. Sin. De Luxe Hook = yec. Set, comprising 3in. Cov fanopy ani 
TYPE in. Plain Hock Three Hook Not Se pecrcomeriangs2it-.cotersllsCaneryiand i 
TYPE 7. bin. Embossed . Hook Three Hook No EAoaE corm nruina ai Cavell Garcon 
He ees Teoh ait - AX Spec, Sat, comprising Bin. Coverall Canopy and 
TYPE 9. 4gin. M. Hook = No. 4 Spec. Set, comprising Jin, Coverall Canopy an 
TYPE 10. 34in. AM. Hook = Bowl cps. Meee See pee ae 
TYPE II. » Hook =_— 
TYPE 12. M. with 
| loo = Hosk Three Hook SINGLE CHAIN SETS. 
TYPE 13. 5iin. Spherical Hook = | 


First number indicates size of glassware. 

Letter indicates type of gallery. 

Last number indicates type of canopy. 
No. 3Al Set Standard, 
SUNDRIES No. 4A1 Set Standard. 
No. 5BI Set Standard. 


Choin—in a variety of finishes—including Chrome Plate, No, 681 Set Standard. 
Nickel Plate, Oxy-copper, Florentine Bronze, &c. No. 681 Set Standard, | 
Bowl Clips—pressed. No. 6C3 Set Standard. 
Hooks and Loeknuts, in, or jin., male. No, 6E3 Set Adjustable. 
Hooks and Locknuts, $in., female. . 
Loops. 
Bowl Studs. 


Tassels, pressed, large. 
Baces for Advertising Globes, 44in. 
Brackets, Yin. Mission with holder and 24in. Caller. Backplate for 7404 scoop shades with wood block. 


Prices for any special fittings will be submitted on application. 
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CLASS 


tees Way 


CROWN 


CROWN CRYSTAL GLASS 


SYDNEY 


Type No, 10. 
Hook. 
Des 3iin. 


bhin, Patent Adjustable De 
i Luxe Suspension with Type 3 


“CROWN” METAL FITTINGS 


For use with Crown Glassware 


Type No. 9% 
1 Hook. 

Diam., 44in. Type No. 14. 

1 Hook with 

Crowsfoot. 

Diam., 44in. 


Suspention and Ball with 
Spherical Gallery and Type 13 
€ 


Canopy. ‘anopy. 


Type No. 12. 


| Hock and 4 Hook. 


Diam., 44in, 


é4in, Suspension with Lamp 
Focussing Attachment. 
‘With Type 5 De Luxe Canopy. 


bin. Embossed Canopy. 


i 
I 

I Type Il. 1 Hook. blin. | Piece Deep Gallery 

| Dams 53in, with Hook. 

| We shall be pleased to quote for any type of spun metalware. 

| MOA 1 N A U $ Aj A L i 
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BY 


CROWN 


CRONIN CRYSTAL Sar /AnOES mt rally ie 


& LASS 


ete Dee eee ee SAYeD-NTERY, 


“CROWN” METAL 


FITTINGS 


For use with Crown Glassware 


Stondard Ceiling Flange. 


y 
és 


Stendard 44in. Chain Set. 


4tin, Shallow Gallory. 


64in, 


2Piece Deep Gallery 


‘and Hook, 


Deep Waisted Ceiling Flange. 


Standard 3-Chain Suspension. 


Hinged Ceiling Flange. 


Patent Adjustable Suspension 
for bin, Glassware. 


Special Ceiling or Pedestal 
Fitting for Use With Ad- 
vertising Globes 


We shall be pleased to quote for any type of spun metalware. 
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CROWN GLASS I] 


| By aiCsRTO MW: NICIRGIS 7 Ally IGLVAS SasgPsTny2) a LiniD is C8 seins, .7) DINIESY, 
F = 


iH 
i Catalogue No. 12614 Catalogue No. 11414 
i Inverted Bow! Inverted Bowl 
Diam. I4in., also in 12in. Diam, I4in., also in 12in. 
Fitter 12in, Fitter 12in, 

| 

i 

i 

fl 
in| 
isl E) 

/ 
| tH 
| 

M127 Chrome Plated Wall Bracket 
| Height 9%in., projection Biin. 
| 
| 
l 
i 
HI 
| 
Catalogue No. 15612 il 
Cotalogue No. 18709 Bowl | 
Oyster Gloss Diam. 12in., also in I4in. | 
Diom. 9in. Fitter 10in, I 
a i 
MAY DoE ON AS UeSs eT) SO REWAT aU Umar A | 
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CROWN 


CROWN CRYSTAL 


CLASS 
By GLASS PTY: LTD. SYDNEY 


GS) 


Chrome Plated Yacht 
Available. in three. sizes of height, 
Bin., I2in., L6in, 
Complete with blue glass mirror 


Catalogue No. 14712 
One Light Suspension 
Length overall 36in., width 13in. 


M108, Wall Bracket 


Height 34in., projection 32in. 
M146, Three Light Chrome Suspension 


Length overall 3éin., width 25in 


Use Si aT Rea 
|p z — =e 
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| CROWN GLASS 


| BY CROWN CRYSTAL GLASS POT yes EDs - - SYDNEY 


Catalogue No, 14008 
Crystal Base Unit 
Diem. Sin. length 10sin. 


MI6I. Single Light Suspension 
Chrome Plate: 


Length overali 28in., 
Width, including halo, I7in. 


Catalogue No. 16707 
Un 


M162. Three Light Chrome Suspension it 
Length overall 33in., width of orms I4in. Height 62in., diam. 8fin. 
M A DE ION Re Sets ee) es 
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penn a pu ieee cere 
CROWN y GLASS | 


M106. Three Light Suspension 
Length overall 36in., width 10in. 


| 

F 
M99. Five Light Suspension | 
Length overall 36in., diam. 19in. I 


Catalogue No. 12804 
All Glass Bathroom Bracket 
Projection 7Jin. 


Left 
M163. Three Light Moulded Plastic Suspension 
Length overall 36in, 
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CROWN 3 GLASS 
BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY 


Right: 
M109. Three Light Suspension 
Length Overall, 36in. Width, 15in. 


M158. Three Light Chrome Suspension. 
y Length Overall, 36in. Width, 14in. 


Right: 
M153. Two Light Chrome Suspension. 
Length Overall, 36in. 
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i = 
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| CROWN CLASS 
BY CROWN CRYSTAL GLASS PTY. LTD SYDNEY 
ht > Seep a- 
| 
i 
MODERN LIGHTING 
Right: 
M169. Three Light Chrome Suspension. 
Length Overall, 3lin. Width, 20in. 
i 
i 
qi 
| 
| 
| 


MI49, Chrome Suspension. 
Length Overall, 34in, 


| Width, 162in, i 
| | 
M168. Three Light Chrome Suspension. 
Length Overall, 3lin. Width, 20in. i 
| E 
———— - = E 
| —| 
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CROWN { 
BY CROWN CRYSTAL GLASS PTY. LTD. - - SYDNEY 


Left: 
14135, Three Light Susponsion i 

Length Overall, 4lin, | 
Width, 15in. | 


MI5I. Three Light Chrome Suspension. 
Length Overall, 34in. 


| Width, 15in. i 
| | 
Ef 
| 
| Loft: | 
| M159. Three Light Chrome Suspension. F 
| Length Overall, 34in. i 
| Width, I4in. | 
/ | 
MA DE 1 oN Ap Urs I 
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CROWN GLASS 
/ BY CROWN CRYSTAL GLASS pTy. LTD. | 


| Botte ray 150/200 watt. 
| Intensive Reflector. com- 
i plete with gallery. 
| Also available in 
75/100 watt size, 


Bette ray 150/209 watt. 
Extensive Refle-tor. complete 
with gallery. 

Also available in 
75/100 watt size. 


i i 
i i 
| i 

| | 
| | 

| I 
| 
| 

| M148, Three Light Chrome Suspension. 

| Length Overall, 36in, 

i Width, I4in. 

il 

Hl 

| 

| i 

ig) 

| | 
/ i 
i Cylindrical Gloss Dutch No.’8.Chrome Plated | 
| Lantern Suspension, Smokers’ Stand. | 

Length Overall, 38in. Width, 8in. Height, 28in. i 
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